To:  keith_underwood@xtoenergy.com[keith_underwood@xtoenergy.com] 

Cc:  COHEN,  Deborra[Cohen. Deborra@epa.gov];  Holoubek,  Heiga[Holoubek.Heiga@epa.govj; 

Higuchi,  Dean[Higuchi. Dean@epa.gov] 

From:  SHOJI,  KERRY 

Sent:  Mon  8/1 0/201 5 5:36:08  PM 

Subject:  US  EPA  webpage  with  info  on  Gold  King  Mine  Emergency  Response 


Hi  Keith, 

Here’s  the  URL  to  the  US  EPA  wehpage  for  the  latest  information  on  the  release; 


http://www2.epa.gov/region8/gold-king-mine-release-emergency-response 


The  US  EPA  On-Site  Coordinator  for  this  incident  also  has  a webpage  at 
http://www.epaosc.org/site/site  proFde.aspx?site  id=l  1082 


I hope  this  information  was  helpful. 
—Kerry  Shoji 


Kerry  L.  Shoji,  MLIS 

Librarian  (contractor,  ASRC  Primus) 

U.S.  EPA  Region  9 Library  /75  Hawthorne  Street/  San  Francisco,  CA  94105-3920 


shoii.kerrv@epa.gov 
415-972-3695  phone 
415-947-3553  fax 
http  ://www.epa.  gov/region9/librarv 
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